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ViAY  9,  1938 


PROGRESS  BULLETIN 
GENERAL  - NO.  50 


REA  today  announced  the  following  allotments: 


LOUISIANA  6 ST.  I;IARY 
Teche  Electric  Memhership  Corp, 
Franklin,  Louisiana 
(John  Chaney,  Manager) 


Allotment  of  $7,000  to  complete  the  project  and 
to  defray  certain  expenses  connected  with  the 
initial  operations  of  the  project  which  cannot 
be  covered  by  the  construction  loan.  The 
project  previously  has  been  allotted  $95,000 
to  biiild  113-y  miles  of  lino  to  serve  about 
350  customers  in  St.  Mary  and  Iberia  Parishes. 


MONTANA  10  I-. ADI  SON 
Jefferson  Valley  Rural 
Electric  Cooperative,  Inc., 
Wh i t ohal 1 , Montana 
(Tod  L.  Patrick,  Project 
Supt .) 


Allotment  of  $3,000  to  complete  the  project  and 
to  defray  certain  expenses  connected  with  the 
initial  operations  of  the  project  which  cannot 
be  covered  by  the  construction  loan.  The 
project  previously  has  boon  allotted  $50,000 
to  'build  40  miles  of  line  to  serve,  about  112 
customers  in  Madison  and  Jefferson  Coiintios. 


NEBRASKA  53  BUFFALO 
Buffalo  Co'anty  Public  Power 
District, 

Kearney,  Nebraska 
(Fra.nk  H.  Wheeler,  Project 
Supt. ) 


Allotment  of  $12,000  to  complete-  the  project 
and  to  defray  certain  expenses  connected  with 
the  initial  opcrjstions  of  the  project  which 
cannot  be  covered  by  the  construction  loan. 
The  project  previously  has  been  allotted 
$212,000  to  build  116  miles  of  lino  to  serve 
about  323  customers  in  Buffolo  County. 


NORTH  DAI'COTA  8 BENSON 


Bad:  or 
Inc. , 
Baker 


Electric  Cooperative, 
North  Dak'll  a 


(Palmer  Stadum,  Project  Supt.) 


Allotment  of  $3,000  complete  the  project 
a,nd  to  defray  certain  cxpoiises  connected  '.vith 
the  initial  operations  of  the  project  which 
cannot  bo  cov^.'^red  by  the  construction  loan. 
The  project  previously  ha,s  been  allotted 
$73,200  to  build  63  miles  of  line  to  serve 
abo’ct  299  customers  in  Benson  and  Pierce 
Counties,  and  $3,000  to  finance  house  wiring 
n,nd  plumbing  ins tallC’.t ions  for  45  customers. 


OREGON  2 LANE 

B 1 a,c hly- Lean e County 

Coopero.tive  Electric  Ass‘n, 

Bloichly,  Oregon 

(V.  A.  Parker,  Project  Supt.) 


Allotment  of  $9,000  to  complete  the  project 
auvd  to  defray  certain  expenses  connected  with 
the  initial  operations  of  the  project  which 
cannot  be  covered  by  the  construction  loan. 
The  project  previously  has  been  allotted 
$10,000  for  the  constructi'^n  of  a generating 
plant,  and  $98,000  to  build  87  miles  of  line 
to  servo  about  307  custo.mers  in  L.o.ne  County. 
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T5'Ji:.£;SS£S  16  MADISON 
Southwest  Tennessee  Electric 
Membership  Corp., 

Brov/nsvi lie , Tennessee 
(S.  L.  Ozior,  President) 


TENilSSSEE  19  HU'TITEaFORD 
Middle  Tonnccsec  Electric 
Moinborshi}')  Corporation 
Murfreesboro , Tennessee 


(T,  E.  Stools,  Project  Supt.) 


TBKI-IESSSE  83  EICKSON 
Town  of  Dickson 
'.Dickson,  Tennessee 
(D.  E,  Bofislov,  Maj/or) 


WISCONSIN  40  EAREOE 
Barron  Counts  Electric  Coop., 
Barron,  Wisconsin 
(Lav/re nee  Toynbee,  Project 
Supt . ) 

WISCONSIN  45  CHIPPEWA 
V/isconsin  Power  Cooperative, 
Chippewa  Palls,  Wisconsin__, 

( Edward  B . W'.y ts , Pro j oc  t' ' 
Supt.) 


Allotment  of  $24,000  to  complete  the  project 
and  to  defray  certain  expenses  connected  with 
the  initial  operations  of  the  project  which 
cannot  bo  covered  by  the  construction  loan. 

Tug  project  previously  has  been  allotted 
$313,000  to  build  about  283  miles  of  line  to 
serve  some  1,145  customers  in  Madison,  Ha-pvood, 
Tipt'^n  and  Lauderdale  Counties. 

Allotment  of  $10,000  to  complete  the  project 
and  to  defray  certain  expenses  connoctod  V7ith 
the  initial  operations  of  the  project  which 
cannot  be  covered  by  the  cons triiction  lo.an. 

The  project  previously  has  been  allotted 
$334,000  to  build  a'ooait  307  miles  of  lino  to 
serve  some  1,129  customers  in  Rutherford, 

Wilson,  Trousdale  and  Smith  Counties. 

Allotment  of  $6,000  to  complete  the  project 
and  to  defray  certain  expenses  connected  with 
the  initial  operations  of  the  project  which 
cannot  be  covered  by  the  constiaiction  loan. 

The  project  prcvi'-'usly  has  been  allotted 
$68,000  to  build  65  miles  of  lino  to  servo 
some  322  customers  in  Dickson,  Montgomery 
and  Houston  Counties. 

Allotment  of  $15,000  to  build  approximately 
15  miles  of  line.  The  project  previously 
has  been  allotted  $195,000  to  build  195  miles 
of  line  to  serve  about  608  customers  in  Barron 
and  Wa.shburn  Counties. 

Allotment  of  $60,000  for  building  a transmission 
line.  The  project  previously  has  been  allotted 
$715,000  for  the  c.-^ns truction  of  a generating 
pl<ant  and  distribution  lines  in  Buffalo, 
Tremncaleau,  Pierce,  Clark,  Ghippev/a  and 
lay 1 or  C oun ties. 


